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SURFACE WIND 5 TO 6 KNOTS, OCCASSIONAL PATCH CLOUD i 0,000 FEET. 

3» FREQUENCIES. TOWER PRIMARY, 333.0. STANDBY 33±.2 AND 
243.0 DEACON 23? KCS. I DENT PE. UHF/DF 331.2 CALL SIGN 
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